Biography of Dr. Kevin Teichman 


Dr. Kevin Teichman is a Supervisory Environmental Engineer in the U.S. 
Environmental Protection Agency’s Office of Research and Development 
(ORD). His responsibilities in this position include serving as the Chief of 
the Air Team within the Office of Technology Transfer and Regulatory 
Support. In this capacity. Dr. Teichman is responsible for coordinating 
ORD participation in EPA's policymaking activities related to air and 
radiation pollution, and helping to develop ORD's research program in 
these areas. In addition. Dr. Teichman is the Headquarters coordinator of 
EPA's indoor air quality research program. For example, during 1989, he 
participated in the preparation of EPA's "Report to Congress on Indoor Air 
Quality." 

Dr. Teichman's prior work experience includes serving as the program 
manager for both the Department of Energy's indoor air quality, 
infiltration, and ventilation and performance calculations research 
programs; as a Senior Mechanical Engineer for the architectural/ 
engineering firm Ellerbe Associates; and as an Assistant Professor of 
Mechanical Engineering at the University of Minnesota. He holds B.S. 
and M.S. degrees from M.I.T. and a Ph.D. degree from the University of 
California at Berkeley — all in mechanical engineering. 
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